Kuujsttan Motel 

U.S. 66, East End, Kingman, Arizona 
Phone: Creen 304 

A Modern, 21 unit Motel. Electric Heated. Air- 
Cooled. Quiet. Cafe b Service Station on Premises. 
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K.i*uj*tta*t Motet 


U. S. 66, EAST END, KINGMAN, ARIZONA 

Electric Heated - Air-cooled - Quiet 
























